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20 Decexber 1961 


MEMORANDUM FOR ¢ Chief, Developement. Granch, DPD-DD/P 


SUBJECT : Report of Visit From ITEE 
Representative on PEEP 25X1A 


le On U4 December 1961, sd of ITER visited 
Development Uranch to discuss the PsP (Pilets Electronic Jyelevel 
Presentation), Trie wis a fellow-up meeting to one I previewly 
attended on & November where the same representative was discussing 
this aysten with Navy personncl. A eopy of the previous report is 
attached. The general coments contained in paragraph 3 thereof 
are conaiderdd to holdy however, in view of the expanded information 
given by wa may want to take a closer look at the 
eystem for potential future use. It is very difficult to evaluate 
@ proposal of this type without seeing and using the hardware. 


2. The PREP aysten, according to|__——————sd| ds primarily 
& pilots ald. It should lower fatigue on long flights. it 


25X1A 


the deaign and construction of the cathede ray tubs. Extremely high 
standards of quality and production soutrol are used in its manu- 
facture, (it is this tube that chet oinwte age eile lag 


page eypceginer ant agra gry yaa onge 


ftir, ant to, exphatic 
dnalinetive to nen « xywien of thie Spe] | 


3e Cost of a production mit is areund[__] Developasnt 25X11 
coats for a cular veliele should net be great, but would not 

execed in any everit. SORRY eee ee en 

pounds. 
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he Comment! The present pilot's instrumentation in the 
OXCART vekicle is adequate fur the purpose ant wo Syne 
The addition of PEEP could pr aes reget pie ween bg SO 

prs id * 
requixommt te rewultant reduce costs 


SIGHED 


“or 
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